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1279 August 25,1911 

Reg. 32. The owner, agent, or occupant of any tenement used as a dwelling house, 
or of any other building with which there is a privy connected and used, shall furnish 
the same with a sufficient drain, and unless said drain be connected with a common 
sewer, a cesspool underground to carry off the waste water, and also with a suitable 
privy, the vault of which shall be sunk under ground, and built in the manner 
hereinafter prescribed, and of a capacity proportionate to the number of inhabitants 
of such house or building; and all such inhabitants shall have the unrestricted use 
of such a drain, cesspool, privy, and vault. No person shall connect any privy or 
water-closet with any drain discharging into a main drain or common sewer, except 
under direction of the board of health. 

Reg. 32. If the board of health shall at any time be satisfied that any dwelling house 
or building mentioned in the preceding section is not provided with a suitable drain, 
cesspool, privy, or vault, as aforesaid, they shall give notice in writing to the owner, 
agent, or occupant, or other person having the care thereof; or in case neither the owner, 
agent, nor person having the care thereof is an inhabitant of the city, public notice in 
two newspapers, printed in Salem, requiring such owner, agent, occupant, or other 
person, within such time as they shall appoint to cause a proper and sufficient drain, 
cesspool, privy, and vault, or either of them, to be constructed for such house or build- 
ing, to be common and subject to the use of all the inhabitants thereof; and in case of 
neglect or refusal to obey such notice, the board of health shall cause such drain, cess- 
pool, privy, or vault to be made for such dwelling house or building at the expense 
of such owner, agent, occupant, or other person. 

Reg. 34. All vaults hereafter built shall be so constructed that the inside of the same 
shall be at least 2 feet distant from the line of every adjoining lot, unless the owner of 
said adjoining lot shall otherwise agree and consent, in writing (such consent to be filed 
in the office of the board of health), and at the same distance from every street, lane, 
alley, court, square, or public place, or public or private passageway; and they shall be 
so constructed as to be conveniently approached, opened, and cleansed . Every vault 
shall be made tight; and whenever any drain, cesspool, vault, or privy shall become 
offensive, the same shall be cleansed, and the owner, agent, occupant, or any other 
person having charge of the land in which any drain, cesspool, vault, or privy is situated, 
the condition of which is in violation of the provisions of this regulation, shall cause the 
same to be removed, cleansed, altered, amended, or repaired, within such reasonable 
time after notice in writing to that effect, given by the board of health, as shall be 
expressed in such notice; and in case of neglect or refusal to do so the board of health 
may cause the same to be removed, cleansed, altered, amended, or repaired, as they 
may deem expedient, at the expense of the owner, agent, occupant, or other person, as 
aforesaid. 

Reg. 35. No cesspool or privy vaults shall be emptied without a permit from the 
board of health. Tne owner, occupant, or person in charge of the premises whereon 
any privy vault is situated shall have such vault thoroughly and completely emptied at 
least once each year, at his own expense. The entire contents of each privy, vault, 
and cesspool shall be removed, and such privy, vault, or cesspool shall immediately 
thereafter be properly deodorized. Orders for the emptying of such vaults shall be 
left at the office of the board of health at the city hall. 

Reg. 36. No person without a permit first obtained from the board of health, shall 
drive or cause to be driven any cart or wagon containing night soil, or any wagon or cart 
used for that purpose, through any street, lane, or alley in this city, nor permit any 
such wagon or cart to stand in any street, lane, or alley in the city. [Regulation, board 
of health, adopted Mar. 22, 1910. 1 

STABLES — REGULATION OP. 

Reg. 37. The owners and occupants of livery and other stables within the city 
shall not wash or clean their carriages or horses in the streets or public ways of this city 
or permit them to be so washed or cleaned. They shall keep their stables and yards 
clean, and not allow more than three cords of manure to accumulate or remain upon 
their premises at any one time, and no manure shall be allowed to remain uncovered 
out of the stable building, nor permit the stable or grounds connected therewith to 
be foul or unclean. 

Reg. 38. Manure shall not be loaded upon or across any passageway or sidewalk, 
except in stables heretofore constructed from which it is impossible to load it other- 
wise, and in such cases the passageway or sidewalk shall be thoroughly cleaned and 
swept immediately after such loading. Manure shall only be removed in a tight 
vehicle. [Regulation board of health, adopted Mar. 22, 1910.] 



